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Feeding efficiency and respiratory integration in infants with acute vira 

bronchiolitis (Pinnington et al). 2000;157:523-6 
Bronchoalveolar lavage fluid 

Bronchoalveolar lavage cellular composition in acute asthma and acute 

bronchiolitis (Kim et al). 2000;137:517-22 
Bronchodilator agents 

Asthma therapy in children: nebulizers or metered dose inhalers with 
holding chambers? (Newcomb) (Letter); (Newhouse) (Reply). 2000; 
137:159-41 


C 


Calcium 
Calcium-stimulated insulin secretion in diffuse and focal forms of congen- 
ital hyperinsulinism (Ferry et al). 2000;137:239-46 
Candida albicans 
Candidal atrial fungus ball with ocular sequelae (Linder et al). 
2000;137:135 (Insights) 
Carbon monoxide 
Exhaled carbon monoxide in asthma (Vreman et al) (Letter); (Kharitonov 


and Barnes) (Reply). 2000;137:889-91 
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Carcinoma, papillary 

Hyperfunctioning malignant thyroid nodule in an 11-year-old girl: patho- 

logic and molecular studies (Mircescu et al). 2000;137:585-7 (CLO) 
Cardiac effects; see Heart 
Cardiac function tests; vee Heart function tests 
Cardiology 

Major advances in pediatric cardiology in the 20th century: I. Diagnostics 
(Gutgesell and Lindsey). 2000;137:431-3 (Advances in pediatrics) 

Cardiovascular diseases 

Major advances in pediatric cardiology in the 20th century: I. Diagnostics 

(Gutgesell and Lindsey). 2000;137:431-3 (Advances in pediatrics) 
Cardiovascular system 

Blood pressure and cardiovascular autonomic function in healthy children 
and adolescents (Tanaka et al). 2000;157:63-7 

Does heart rate variability explain increased blood pressure in adoles- 
cents? (Stewart). 2000;137:6-8 (Editorial) 

Caregivers 

Detection of infant's heart beat/pulse by caregivers: a comparison of 4 

methods (Tanner et al). 2000;137:429-30 (CLO) 
Carotid arteries 

Carotid artery distensibility and cardiac function in adolescents with type 
1 diabetes (Parikh et al). 2000;137:465-9 

Pieces of the puzzle: diabetes and the structure and function of the heart 
and blood vessels (Dolan and Daniels). 2000;1357:445-6 (Editorial) 

Cartilage 

Deficiency of humoral immunity in cartilage-hair hypoplasia (Miakitie et 

al). 2000; 137:487-92 
Cathartics 

Lack of benefit of laxatives as adjunctive therapy for functional nonreten- 

tive fecal soiling in children (van Ginkel et al). 2000;137:808-13 
Catheters, indwelling 

Catheter interventional treatment in Kawasaki disease: a report from the 
Japanese Pediatric Interventional Cardiology Investigation Group 
(Akagi et al). 2000;137:181-6 

Celiac disease 

Accuracy and cost-etlectiveness of a new strategy to screen for celiac disease 
in children with Down syndrome (Csizmadia et al). 2000;157:756-61 

Celiac disease and Down syndrome (Walker-Smith). 2000;157:743-4 
(Editorial) 

Gluten-dependent diabetes-related and thyroid-related autoantibodies in 
patients with celiac disease (Ventura et al). 2000;137:263-5 (CLO) 

Transglutaminase antibodies in children with a genetic risk for celiac dis- 
ease (Hoffenberg et al). 2000;137:356-60 

A trial of oats in children with newly diagnosed celiac disease (I lottenberg 
et al). 2000;137:361-6 

Cell death 

Increases in bcl-2 protein in cerebrospinal fluid and evidence for pro- 
grammed cell death in infants and children after severe traumatic brain 
injury (Clark et al). 2000;137:197-204 

Cells 

Bronchoalveolar lavage cellular composition in acute asthma and acute 

bronchiolitis (Kim et al). 2000;137:517-22 
Centers for Disease Control 

Knowledge of Centers for Disease Control and Prevention guidelines for 
the use of vancomycin at a large tertiary care children’s hospital (Lin ¢t 
al). 2000; 137:694-700 

Cereals 

A trial of oats in children with newly diagnosed celiac disease (I lotfenberg 

et al). 2000;137:361-6 
Cerebral infarction 

Cerebral infarction in the term newborn: clinica! presentation and long- 

term outcome (Sreenan et al). 2000;137:351-5 
Cerebral palsy 

Botulinum toxin A in cerebral palsy: functional outcomes (Graham). 
2000;1357:500-3 (Editorial) 

Confusion over consent (Frader and Flanagan-Klygis). 2000;157:746-8 
(Editorial) 

An evaluation of botulinum-A toxin injections to improve upper extremi- 
ty function in children with hemiplegic cerebral palsy (Fehlings et al). 
2000; 1357:33 1-7 

A randomized controlled trial of alternative modes of service provision to 
young children with cerebral palsy in Bangladesh (McConachie et al). 
2000; 137:769-76 


A 
3 
; 


THE JOURNAL OF PEDIATRICS 
Volume 137, Number 6 


Cerebrospinal fluid 

Plasminogen activator inhibitor-1: defining characteristics in the cere- 

brospinal fluid of newborns (Hansen et al). 2000;!37:132-4 (CLO) 
Cerebrospinal fluid proteins 

Increases in bcl-2 protein in cerebrospinal fluid and evidence for pro- 
grammed cell death in infants and children after severe traumatic brain 
injury (Clark et al). 2000;1357:197-204 

Cerebrovascular disorders 

Protein C deficiency related to valproic acid therapy: a possible associa- 

tion with childhood stroke (Gruppo et al). 2000;137:714-8 (CLO) 
Charges; vee Fees and charges 
Chest; vee Thorax 
Chickenpox 

The natural history of varicella embryopathy: a 25-year follow-up 
(Schulze and Dietzsch). 2000;137:871-4 (CLO) 

Child, preschool 

The Preschool Respiratory Assessment Measure (PRAM): a responsive 
index of acute asthma severity (Chalut et al). 2000;137:762-8 

Promises and pitfalls in the evaluation of pediatric asthma scores (van der 
Windt). 2000; 137:744-6 (Editorial) 

Severe hepatic Wilson's disease in preschool-aged children (Wilson et al). 
2000;137:719-22 (CLO) 

Child development 

Cerebral infarction in the term newborn: clinical presentation and long- 
term outcome (Sreenan et al). 2000;137:351-5 

Health status development in a cohort of preterm children (Theunissen et 
al). 2000;137:5: 

Neurodevelopmental outcome after the Fontan procedure in children with 
the hypoplastic left heart syndrome and other forms of single ventricle 
pathology: challenges unresolved (Freedom). 2000;137:602-4 (Editorial) 

Neurodevelopmental outcome of patients after the Fontan operation: a com- 
parison between children with hypoplastic left heart syndrome and other 
functional single ventricle lesions (Goldberg et al). 2000;137:646-52 

Neurodevelopmental status of newborns and infants with congenital heart 
defects before and after open heart surgery (Limperopoulos et al). 
2000; 137:638-45 

Predictive value of neonatal neurological tests for developmental outcome 
of preterm infants (Maas et al). 2000;137:100-6 

Child development disorders 

Etiologic yield of single domain developmental delay: a prospective study 
(Shevell et al). 2000;137:633-7 

Genes, brains, and development: linking preschool developmental disor- 
ders to medical science and care (Msall). 2000;137:600-2 (Editorial) 

Children’s hospitals; vee Hospitals, pediatric 
China 

Scleral melanocytosis and oculodermal melanocytosis (nevus of Ota) in 

Chinese children (Leung et al). 2000;137:581-4 (CLO) 
Chromosome abnormalities 

On mice and men: an autosomal recessive syndrome of chronic recurrent 
multifocal osteomyelitis and congenital dyserythropoietic anemia 
(Majeed et al). 2000;137:441-2 (Letter) 

Presymptomatic diagnosis of X-linked adrenal hypoplasia congenita by 
analysis of DAX/ (Achermann et al). 2000;137:878-81 (CLO) 

Chronic disease 

The burden of influenza illness in children with asthma and other chron- 

ic medical conditions (Neuzil et al). 2000;137:856-64 
Chronic granulomatous disease; vee Granulomatous disease, chronic 
Cirrhosis 

Idiopathic copper toxicosis (Narchi) (Letter); (Miiller and Miiller) 

(Reply). 2000;137:440 
Cisapride 

Effects of cisapride on QT interval in infants: a prospective study (Guala 
et al) (Letter); (Bubolz) (Reply). 2000;137:287-8 

(In) Efficacy of cisapride (Vandenplas) (Letter); (Cohen et al) (Reply). 
2000; 137:288-90 

Clone cells 

Atopy, autoimmunity, and the Ty balance (Prahalad). 2000;137: 
446-9 (Editorial) 

Decreased prevalence of atopic diseases in children with diabetes (EU- 
RODIAB Substudy 2 Study Group). 2000;137:470-4 

Cobalamin deficiency; vee Vitamin B,, deficiency 
Coenzyme A 

Short-chain hydroxyacyl-coenzyme A dehydrogenase deficiency present- 

ing as unexpected infant death: a family study (Treacy et al). 


2000; 137:257-9 (CLO) 
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Cognition 
Effects of growth restriction in early childhood on growth, IQ, and cog- 
nition at age 11 to 12 years and the benefits of nutritional supplemen- 
tation and psychosocial stimulation (Walker et al). 2000;137:36-41 
The interaction of prematurity with genetic and environmental influences 
on cognitive development in twins (Koeppen-Schomerus et al). 
2000; 137:527-33 
Neurophysiologic evaluation of auditory recognition memory in healthy 
newborn infants and infants of diabetic mothers (deRegnier et al). 
2000; 137:777-84 
Colitis 
Oral tacrolimus treatment of severe colitis in children (Bousvaros et al). 
2000; 137:794-9 
Colonoscopy 
Poor imaging technique produces poor results: again! (Charron et al) 
(Letter); (Cucchiara and Celentano) (Reply). 2000;157:888-9 
Combination vaccines; vee Vaccines 
Commentary 
Commentary. 2000;137:9-13 
Congenital defects; vee Abnormalities 
Congenital dyserythropoietic anemia; wee Anemia, dyserythropoietic, 
congenital 
Congenital heart defects; wee Heart defects, congenital 
Conjugate vaccines; vee Vaccines 
Consent; vee Informed consent 
Coping skills; vee Adaptation, psychological 
Copper, toxicity 
Idiopathic copper toxicosis (Narchi) (Letter); (Miiller and Miiller) 
(Reply). 2000;137:440 
Coronary circulation 
Coronary flow abnormalities in neonates with aortic stenosis (Oskarsson 
and Pesonen). 2000;137:875-7 (CLO) 
Coronary disease 
Catheter interventional treatment in Kawasaki disease: a report from the 
Japanese Pediatric Interventional Cardiology Investigation Group 
(Akagi et al). 2000;137:181-6 
Kawasaki disease: who is at risk? (Newburger). 2000;157:149-52 
(Editorial) 
Kawasaki disease in older children and adolescents (Stockheim et al). 
2000; 137:250-2 (CLO) 
Predictors of coronary artery lesions after intravenous y-globulin treat- 
ment in Kawasaki disease (Mori et al). 2000;137:177-80 
Corrections 
Correction (Peters and Meininger) (Letter); (Whyte et al) (Reply). 
2000; 137:740 
Effect of polyethylene occlusive skin wrapping on heat loss in very low 
birth weight infants at delivery: a randomized trial (Vohra et al) 
(1999; 134:547-51). 2000;137:740 
T-cell-depleted bone marrow transplantation trom allogeneic sibling for 
X-linked hyperimmunoglobulin M syndrome (Gennery et al) (2000; 
137:290). 2000; 137:592 
Correspondence; wee Letters 
Corticosteroids; vee Adrenal cortex horinones 
Cortisol; vee Hydrocortisone 
Cost-benefit analysis 
Accuracy and cost-effectiveness of a new strategy to screen for celiac disease 
in children with Down syndrome (Csizmadia et al). 2000;137:756-61 
Celiac disease and Down syndrome (Walker-Smith). 2000;137:743-4 
(Editorial) 
Council of Regional Networks for Genetic Services 
US newborn screening system guidelines II: follow-up of children, diag- 
nosis, management, and evaluation—statement of the Council of 
Regional Networks tor Genetic Services (CORN) (Pass et a!). 2000; 
137:S1-46 
Counseling 
The clinical course of immune thrombocytopenic purpura in children who 
did not receive intravenous immunoglobulins or sustained prednisone 
treatment (Dickerhoft and von Ruecker). 2000;137:629-32 
Initial management of immune thrombocytopenic purpura in children: is 
supportive counseling without therapeutic intervention sufficient? 
(George). 2000;137:598-600 (Editorial) 
Crohn's disease 
Use of infliximab in the treatment of Crohn's disease in children and ado- 
lescents (Hyams et al). 2000;137:192-6 
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Culture 
Urine culture from bag specimens in young children: are the risks too 
high? (Al-Orifi et al). 2000;137:221-6 
Cushing's syndrome 
Nighttime salivary cortisol measurement as a simple, noninvasive, outpa- 
tient screening test for Cushing's syndrome in children and adolescents 
(Gafni et al). 2000;137:30-5 
Cutaneous lupus erythematosus; vee Lupus erythematosus, cutaneous 
Cyanosis 
Energy expenditure after surgical repair in children with cyanotic con- 
genital heart disease (Leitch et al). 2000;137:381-5 
Cyclic adenosine monophosphate; vee Adenosine cyclic monophos- 
phate 
Cystic fibrosis 
Longitudinal relationship among growth, nutritional status, and pul- 
monary function in children with cystic fibrosis: analysis of the Cystic 
Fibrosis Foundation National CF Patient Registry (Zemel et al). 
2000; 137:374-80 
A simplified cyclic adenosine monophosphate—mediated sweat rate test 
for quantitative measure of cystic fibrosis transmembrane regulator 
(CFTR) function (Callen et al). 2000;1357:849-55 
Cystic Fibrosis Foundation National CF Patient Registry 
Longitudinal relationship among growth, nutritional status, and pul- 
monary function in children with cystic fibrosis: analysis of the Cystic 
Fibrosis Foundation National CF Patient Registry (Zemel et al). 
2000; 137:374-80 
Cytomegaloviruses 
A light in the darkness: predicting outcomes for congenital cy- 
tomegalovirus infections (Fowler). 2000;137:4-6 (Editorial) 
Prenatal indicators of congenital cytomegalovirus infection (Lazzarotto et 
al). 2000;137:90-5 


D 


DAX1 mutation; vee Mutation 
Deglutition 

The role of swallowing during active sleep in the clearance of reflux in 

term and preterm infants (Jeffery et al). 2000;137:545-8 
Deglutition disorders 

Dysphagia in children with a 22q11.2 deletion: unusual pattern found on 
modified barium swallow (Eicher et al). 2000;137:158-64 

The 22q11.2 deletion syndrome: more answers but more questions 
(Fernhoft). 2000;1357:145-7 (Editorial) 

Dehydrogenases; wee Oxidoreductases 
Deletion, gene; ee Gene deletion 
Delivery 

Delivery in breech presentation—a cause of hemorrhoids in a newborn 
(Kleiner et al). 2000;137:588 (Insights) 

Reducing heat loss at birth in very preterm infants (Bjérklund and 
Hellstrém-Westas) (Letter); (Vohra and Whyte) (Reply). 2000;137: 
739-40 

Depression 

Exposure to violence and victimization, depression, substance use, 
and the use of violence by young adolescents (DuRant et al). 2000;137: 
707-15 

Dermatitis, atopic 

The association of atopic dermatitis in infancy with immunoglobulin E 

food sensitization (Hill et al). 2000;137:475-9 
Developmental disorders; vee Child development disorders 
Dexamethasone 

Interpreting risks of steroids for preterm infants (Clark and Peabody) 

(Letter); (Kopelman et al) (Reply). 2000;137:590-2 
Diabetes insipidus 

Congenital nasal pyritorm aperture stenosis associated with central dia- 

betes insipidus (Godil et al). 2000;137:260-2 (CLO) 
Diabetes mellitus 
Neurophysiologic evaluation of auditory recognition memory in healthy 


newborn infants and infants of diabetic mothers (deRegnier et al). 


Diabetes mellitus, insulin-dependent 


Alterations in sleep physiology in young children with insulin-dependent 
diabetes mellitus: relationship to nocturnal hypoglycemia (Matyka et 
al). 2000; 137:233-8 
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Atopy, autoimmunity, and the Ty balance (Prahalad). 2000;137: 
446-9 (Editorial) 

Carotid artery distensibility and cardiac function in adolescents with type 
| diabetes (Parikh et al). 2000;137:465-9 

Coping skills training for youth with diabetes mellitus has long-lasting effects 
on metabolic control and quality of life (Grey et al). 2000;137:107-13 

Decreased prevalence of atopic diseases in children with diabetes (EU- 
RODIAB Substudy 2 Study Group). 2000;137:470-4 

Giuten-dependent diabetes-related and thyroid-related autoantibodies in 
patients with celiac disease (Ventura et al). 2000;137:263-5 (CLO) 

Pieces of the puzzle: diabetes and the structure and function of the heart 
and blood vessels (Dolan and Daniels). 2000;137:445-6 (Editorial) 

Diabetic nephropathies 

Homocysteine levels during fasting and after methionine loading in ado- 
lescents with diabetic retinopathy and nephropathy (Chiarelli et al). 
2000; 137:386-92 

Diabetic retinopathy 

Homocysteine levels during fasting and after methionine loading in ado- 
lescents with diabetic retinopathy and nephropathy (Chiarelli et al). 
2000; 137:386-92 

Diagnosis 

Delayed diagnoses of Turner's syndrome: proposed guidelines for change 
(Savendahl and Davenport). 2000;137:455-9 

Turner's syndrome: a growing concern (Rosenfeld). 2000;137:443-4 
(Editorial) 

US newborn screening system guidelines II: follow-up of children, diag- 
nosis, management, and evaluation—statement of the Council of 
Regional Networks for Genetic Services (CORN) (Pass et al). 2000; 
137:S1-46 

Diarrhea 

The vitamin A paradox (Griffiths). 2000;137:604-7 (Editorial) 

Vitamin A supplements and diarrheal and respiratory tract infections among 
children in Dar es Salaam, Tanzania (Fawzi et al). 2000;137:660-7 

Diphosphonates 

Osteoporosis pseudoglioma syndrome: treatment of spinal osteoporosis 
with intravenous bisphosphonates (Zacharin and Cundy). 
2000;137:410-5 

Diphtheria-tetanus-pertussis vaccine 

Combination vaccines: problems and promise (Decker and Edwards). 
2000; 137:291-5 (Editorial) 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis—hepatitis B virus-inactivated polio virus and Haemophilus influenzae 
type b vaccines given as either separate or mixed injections (Schmitt et 
al). 2000; 137:3504-12 

Dose-response relationship, drug 

Omeprazole for treatment of chronic erosive esophagitis in children: a 
multicenter study of efficacy, safety, tolerability and dose requirements 
(Hassall et al). 2000;137:800-7 

Down syndrome 

Accuracy and cost-etfectiveness of a new strategy to screen for celiac disease 
in children with Down syndrome (Csizmadia et al). 2000;137:756-61 

Celiac disease and Down syndrome (Walker-Smith). 2000;157:743-4 
(Editorial) 

Drug hypersensitivity 

Unusual complications of warfarin therapy: skin necrosis and priapism 

(Zimbelman et al). 2000;137:266-8 (CLO) 
Drug tolerance 

Omeprazole for treatment of chronic erosive esophagitis in children: a 
multicenter study of efficacy, safety, tolerability and dose requirements 
(Hassall et al). 2000;137:800-7 

Drug toxicity 

Cardiac toxicity of intravenous terbutaline for the treatment of severe 
asthma in children: a prospective assessment (Chiang et al). 2000;137: 
73-7 

Ductal therapy 

A decimillennium in neonatology (Nelson). 2000;1357:7351-5 (Advances in 

pediatrics) 


E 
Eating 


Eating behavior in Prader-Willi syndrome, normal weight, and obese con- 
trol groups (Lindgren et al). 2000;137:50-5 
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Echocardiography 
Major advances in pediatric cardiology in the 20th century: I. Diagnostics 
(Gutgesell and Lindsey). 2000;137:431-3 (Advances in pediatrics) 
Editorials 
Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
Atopy, autoimmunity, and the T,,1/T,,2 balance (Prahalad). 2000;137: 
446-9 
Botulinum toxin A in cerebral palsy: functional outcomes (Graham). 
2000;137:300-3 
Can Haemophilus influenzae type b disease be eliminated from the United 
States? (Santosham). 2000;137:295-8 
Celiac disease and Down syndrome (Walker-Smith). 2000;137:743-4 
Combination vaccines: problems and promise (Decker and Edwards). 
2000;137:291-5 
Confusion over consent (Frader and Flanagan-Klygis). 2000;137:746-8 
Does heart rate variability explain increased blood pressure in adoles- 
cents? (Stewart). 2000;137:6-8 
Gastroesophageal reflux and infant apnea (Amin). 2000;137:298-300 
Genes, brains, and development: linking preschool developmental disor- 
ders to medical science and care (Msall). 2000;137:600-2 
Glucocorticoids in perinatal medicine: misguided rockets? (Jobe). 2000; 
137:1-3 
Initial management of immune thrombocytopenic purpura in children: is 
supportive counseling without therapeutic intervention sufficient? 
(George). 2000;137:598-600 
Kawasaki disease: who is at risk? (Newburger). 2000;137:149-52 
A light in the darkness: predicting outcomes for congenital cy- 
tomegalovirus infections (Fowler). 2000;137:4-6 
Lung biopsy in immunocompromised children: when, how, and who? 
(Deterding and Wagener). 2000;137:147-9 
Neurodevelopmental outcome after the Fontan procedure in children with 
the hypoplastic left heart syndrome and other forms of single ventricle 
pathology: challenges unresolved (Freedom). 2000;137:602-4 
Pieces of the puzzle: diabetes and the structure and function of the heart 
and blood vessels (Dolan and Daniels). 2000;137:445-6 
Promises and pitfalls in the evaluation of pediatric asthma scores (van der 
Windt). 2000; 137:744-6 
Side effects of steroids revisited (Brook). 2000;137:5-4 
Treatment decisions for the extremely premature infant (Lorenz and 
Paneth). 2000;137:593-5 
Turner's syndrome: a growing concern (Rosenfeld). 2000;137:443-4 
The 22q11.2 deletion syndrome: more answers but more questions 
(Fernhoff). 2000;137:145-7 
The vitamin A paradox (Griffiths). 2000;137:604-7 
Vitamin D-deficient rickets: the reemergence of a once-conquered disease 
(Welch et al). 2000;137:143-5 
What should we be doing for children with peanut allergy? (Sampson). 
2000;137:741-5 
Electrocardiography 
Effects of cisapride on QT interval in infants: a prospective study (Guala 
et al) (Letter); (Bubolz) (Reply). 2000;137:287-8 
Electrolytes 
Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;1357:214-20 
Embryopathy; vee Fetal diseases 
Encopresis 
Lack of benefit of laxatives as adjunctive therapy for functional nonreten- 
tive fecal soiling in children (van Ginkel et al). 2000;137:808-13 
Energy metabolism 
Energy expenditure after surgical repair in children with cyanotic con- 
genital heart disease (Leitch et al). 2000;137:381-5 
Enteral nutrition” 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 
Discontinuation of enterostomy tube feeding by behavioral treatment in early 
childhood: a randomized controlled trial (Benoit et al). 2000;137:498-503 
Enterocolitis, pseudomembranous 
Reduced serum amino acid concentrations in infants with necrotizing en- 
terocolitis (Becker et al). 2000;137:785-93 
Enterostomy 
Discontinuation of enterostomy tube feeding by behavioral treatment in 
early childhood: a randomized controlled trial (Benoit et al). 2000;137: 
498-503 
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Environment 
The interaction of prematurity with genetic and environmental influences 
on cognitive development in twins (Koeppen-Schomerus et al). 
2000; 137:527-33 
Errors in medication; vee Medication errors 
Esophageal reflux 
Effects of cisapride on QT interval in infants: a prospective study (Guala 
et al) (Letter); (Bubolz) (Reply). 2000;137:287-8 
Esophagitis 
Omeprazole for treatment of chronic erosive esophagitis in children: a 
multicenter study of efficacy, safety, tolerability and dose requirements 
(Hassall et al). 2000;137:800-7 
European Study on Glycogen Storage Disease Type I 
Neutropenia, neutrophil dysfunction, and inflammatory bowel disease in 
glycogen storage disease type Ib: results of the European Study on 
Glycogen Storage Disease Type I (Visser et al). 2000;1357:187-91 
Exchange transfusion, whole blood 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 


F 


Family 

Impact of extreme prematurity on families of adolescent children (Saigal 

et al). 2000;137:701-6 
Fasting 

Homocysteine levels during fasting and after methionine loading in ado- 
lescents with diabetic retinopathy and nephropathy (Chiarelli et al). 
2000; 137:3586-92 

Fats 

Sustained benefit after 2 years of growth hormone on body composition, 
fat utilization, physical strength and agility, and growth in Prader-Willi 
syndrome (Myers et al). 2000;137:42-9 

Fatty acids, unsaturated 

Effects of long-chain polyunsaturated fatty acid supplementation on fatty 
acid status and visual function in treated children with hyperpheny- 
lalaninemia (Agostoni et al). 2000;137:504-9 

Fecal incontinence 

Lack of benefit of laxatives as adjunctive therapy for functional nonreten- 

tive fecal soiling in children (van Ginkel et al). 2000;137:808-13 
Feeding behavior 

Dysphagia in children with a 22q11.2 deletion: unusual pattern found on 
modified barium swallow (Eicher et al). 2000;137:158-64 

Feeding efficiency and respiratory integration in infants with acute viral 
bronchiolitis (Pinnington et al). 2000;157:523-6 

The 22q11.2 deletion syndrome: more answers but more questions 
(Fernhoft). 2000;137:145-7 (Editorial) 

Fees and charges 

Respiratory syncytial virus pneumonia in the hospital setting: length of 

stay, charges, and mortality (Howard et al). 2000;137:227-32 
Females 

Correlates of lipoprotein(a) levels in a biracial cohort of young girls 
(Kiortsis and Elisaf). 2000;137:438 (Letter) 

Do all girls with apparent idiopathic precocious puberty require go- 
nadotropin-releasing hormone agonist treatment? (Léger et al). 
2000;137:819-25 

Insulin-like growth factors and bone mineral density in African American 
and white girls (Yanovski et al). 2000;137:826-32 

Risk factors for premature ovarian failure in females with galactosemia 
(Guerrero et al). 2000;137:833-41 

Fetal blood 

Major advances in pediatric cardiology in the 20th century: I. Diagnostics 

(Gutgesell and Lindsey). 2000;137:431-3 (Advances in pediatrics) 
Fetal diseases 

The natural history of varicella embryopathy: a 25-year follow-up 

(Schulze and Dietzsch). 2000;137:871-4 (CLO) 
Fetal growth retardation 

Longitudinal analysis of growth over the first 3 years of life in Turner syn- 

drome (Even et al). 2000;137:460-4 
Fever 

Hyper-IgD syndrome and familial Hibernian fever are true periodic fever 
syndromes (Drenth and Powell) (Letter); (Lawton et al) (Reply); 
(Padeh et al) (Reply). 2000;137:438-40 
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Fibrous dysplasia, polyostotic 
Intravenous pamidronate treatment ol poly ostotic fibrous dysplasia associ- 
ated with the McCune Albright syndrome (Zacharin and O'Sullivan). 
2000; 137:4035-9 
Fifteen-year-old children; vee Adolescence 
Follow-up studies 
The natural history of varicella embryopathy: a 25-year follow-up 
(Schulze and Dietzsch). 2000;137:871-4 (CLO) 
Fontan operation; vee Heart surgery 
Food hypersensitivity 
Allergic gastroenteropathy in preterm infants (D'Netto et al). 2000;15 
480-6 
The association of atopic dermatitis in infancy with immunoglobulin E 
food sensitization (Hill et al). 2000;1357:475-9 


Edible “bird's nest”-induced anaphylaxis: an under-recognized entity? 


(Goh et al). 2000;137:277-9 (CLO) 
Fulminant hepatic failure; vee Hepatic encephalopathy 
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Candidal atrial fungus ball with ocular sequelae (Linder et al). 2000;157: 
135 (Insights) 
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Risk tactors tor premature ovarian failure in females with galactosemia 
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Gamma globulins 

Kawasaki disease: who is at risk? (Newburger). 2000;137:149-52 
(Editorial) 

Prediction of non-responsiveness to intravenous high-dose y-globulin 
therapy in patients with Kawasaki disease at onset (Fukunishi et al). 
2000; 137:172-6 

Predictors ot coronary artery lesions alter intravenous y-globulin treat- 
ment in Kawasaki disease (Mori et al). 2000;137:177-80 

Gastric emptying 

Mydriatics slow gastric emptying in preterm infants (Bonthala et al). 

2000; 137:3527-30 
Gastroenteropathy, allergic 

Allergic gastroenteropathy in preterm infants (D'Netto et al). 2000;137: 

480-6 
Gastroesophageal reflux 

Gastroesophageal reflux and infant apnea (Amin). 2000;137:298-300 
(Editorial) 

(In)Etficacy of cisapride (Vandenplas) (Letter); (Cohen et al) (Reply). 
2000; 137:288-90 

The relationship between gastroesophageal reflux and apnea in infants 
(Arad-Cohen et al). 2000;157:321-6 

The role of swallowing during active sleep in the clearance of reflux in 
term and preterm infants (Jeffery et al). 2000;157:545-8 

Gene deletion 

Deletion of NAX2./ gene encoding thyroid transcription factor-1 in two 
siblings with hypothyroidism and respiratory failure (Iwatani et al). 
2000; 137:272-6 (CLO) 

Dysphagia in children with a 22q11.2 deletion: unusual pattern found on 
modified barium swallow (Eicher et al). 2000;137:158-64 

Increased need for medical interventions in infants with velocardiofacial 
(deletion 22q11) syndrome (Hopkin et al). 2000;137:247-9 (CLO) 


The 22q11.2 deletion syndrome: more answers but more questions 
(Fernhoft). 2000;137:145-7 (Editorial) 
Genes 


Etiologic yield of single domain developmental delay: a prospective study 
(Shevell et al). 2000; 137:633-7 
Genes, brains, and development: linking preschool developmental disor- 
ders to medical science and care (Msall). 2000;137:600-2 (Editorial) 
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On mice and men: an autosomal recessive syndrome of chronic recurrent 
multifocal osteomyelitis and congenital dy serythropoietic anemia 
(Majeed et al). 2000;137:441-2 (Letter) 
Genetics 
The interaction of prematurity with genetic and environmental influences 
on cognitive development in twins (Koeppen-Schomerus et al). 
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Transglutaminase antibodies in children with a genetic risk for celiac dis- 
ease (Hoftenberg et al). 2000;137:356-60 
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Idiopathic copper toxicosis (Narchi) (Letter); (Miiller and Miiller) 
(Reply). 2000;137:440 
Gestational age 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 
Girls; vee Females 
Glioma 
Osteoporosis pseudoglioma syndrome: treatment of spinal osteoporosis 
with intravenous bisphosphonates (Zacharin and Cundy). 2000;157: 
410-5 
Glucan 1,4-alpha-glucosidase 
Identification of two subtypes of infantile acid maltase deficiency (Slonim 
et al). 2000;157:283-5 (CLO) 
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2000;137:1-3 (Editorial) 
Postnatal steroids: short-term gain, long-term pain? (Finer et al). 
2000; 157:9-135 (Commentary) 
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Gluten-dependent diabetes-related and thyroid-related autoantibodies in 
patients with celiac disease (Ventura et al). 2000;137:263-5 (CLO) 
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Glycogen storage disease type Ib without neutropenia (Kure et al). 
2000;1357:2535-6 (CLO) 

‘eutropenia, neutrophil dysfunction, and inflammatory bowel disease in 
glycogen storage disease type Ib: results of the European Study on 
Glycogen Storage Disease Type | (Visser et al). 2000;157:187-91 

Glycoproteins 
KL-6, a mucinous glycoprotein, as an indicator of chronic lung disease of 
the newborn (Ogihara et al). 2000;137:280-2 (CLO) 
Gonadorelin 
Do all girls with apparent idiopathic precocious puberty require go- 
nadotropin-releasing hormone agonist treatment? (Léger et al). 
2000; 137:819-25 
Grand rounds 
Grand rounds. 2000;137:114-8, 416-20, 562-7 
Granulocyte colony-stimulating factor 
Serum granulocyte colony-stimulating factor levels are not increased in 
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2000; 137:96-9 
Granulomatous disease, chronic 
Long-term follow-up and outcome of 39 patients with chronic granulo- 
matous disease (Liese et al). 2000;1357:687-93 
Graves’ disease 
Reduced bone mineral density at diagnosis and bone mineral recovery 
during treatment in children with Graves’ disease (Lucidarme et al). 
2000; 137:56-62 
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An “owl's eyes” view of hydroceles (McCabe et al). 2000;157:286 
(Insights) 
Group A streptococcus; vee Streptococcus pyogenes 
Group B streptococcus; vee Streptococcus agalactiae 
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Effect of inhaled corticosteroids on the hypothalamic-pituitary-adrenal 
axis and growth in children (Levine and Boston). 2000;137:450-4 
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drome (Even et al). 2000;137:460-4 
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Fibrosis Foundation National CF Patient Registry (Zemel et al). 
2000; 137:574-80 
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Delayed diagnoses of Turner's syndrome: proposed guidelines for change 
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Effects of growth restriction in early childhood on growth, 1Q, and cog- 
nition at age 11 to 12 years and the benefits of nutritional supplemen- 
tation and psychosocial stimulation (Walker et al). 2000;157:36-41 

Reduced height in Swedish men with asthma at the age of conscription for 
military service (Norjavaara et al). 2000;137:25-9 

Turner's syndrome: a growing concern (Rosenfeld). 2000;157:443-4 
(Editorial) 

Growth hormone; vee Somatotropin 
Guidelines 

Delayed diagnoses of Turner's syndrome: proposed guidelines for change 
(Siavendahl and Davenport). 2000;137:455-9 

Knowledge of Centers for Disease Control and Prevention guidelines for 
the use of vancomycin at a large tertiary care children’s hospital (Lin et 
al). 2000; 137:694-700 

Turner's syndrome: a growing concern (Rosenfeld). 2000;137:445-4 
(Editorial) 

US newborn screening system guidelines II: follow-up of children, diag- 
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Haemophilus influenzae 

Can Haemophilus influenzae type b disease be eliminated from the United 
States? (Santosham). 2000;137:295-8 (Editorial) 

Combination vaccines: problems and promise (Decker and Edwards). 
2000;157:291-5 (Editorial) 

Experience with the prevention of invasive Haemophilus influenzae type b 
disease by vaccination in Alaska: the impact of persistent oropharyn- 
geal carriage (Singleton et al). 2000;137:313-20 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis-hepatitis B virus-inactivated polio virus and Haemophilus influenzae 
type b vaccines given as either separate or mixed injections (Schmitt et 
al). 2000;137:304-12 
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Deficiency of humoral immunity in cartilage-hair hypoplasia (Makitie et 

al). 2000; 137:487-92 
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Genes, brains, and development: linking preschool developmental disor- 

ders to medical science and care (Msall). 2000;137:600-2 (Editorial) 
Health status 

Health status development in a cohort of preterm children (Theunissen et 

al). 2000;137:534-9 
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Neurophysiologic evaluation of auditory recognition memory in healthy 
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2000; 137:777-84 

Heart 

Cardiac toxicity of intravenous terbutaline tor the treatment of severe asth- 

ma in children: a prospective assessment (Chinng et al). 2000;137:75-7 
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Candidal atrial fungus ball with ocular sequelae (Linder et al). 2000;137: 

135 (Insights) 
Heart block 

Cutaneous manifestations of neonatal lupus without heart block: charac- 
teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;137:674-80 

Heart catheterization 

Major advances in pediatric cardiology in the 20th century: I. Diagnostics 

(Gutgesell and Lindsey). 2000;137:431-3 (Advances in pediatrics) 
Heart defects, congenital 
Coronary flow abnormalities in neonates with aortic stenosis (Os 


and Pesonen). 2000;13 -7 (CLO) 


Energy expenditure after surgical repair in children with cyanotic con- 
genital heart disease (Leitch et al). 2000;137:381-5 
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(Gutgesell and Lindsey). 2000;157:431-3 (Advances in pediatrics) 

Neurodevelopmental outcome after the Fontan procedure in children with 
the hypoplastic left heart syndrome and other forms of single ventricle 
pathology: challenges unresolved (Freedom). 2000;157:602-4 (Editorial) 
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Neurodevelopmental outcome of patients after the Fontan operation: a com- 
parison between children with hypoplastic left heart syndrome and other 
functional single ventricle lesions (Goldberg et al). 2000;137:646-52 

Neurodevelopmental status of newborns and infants with congenital heart 
detects before and after open heart surgery (Limperopoulos et al). 
2000; 1357:638-45 

Outcome of preterm infants with congenital heart disease (Dees et al). 
2000; 137:653-9 

Heart function tests 
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| diabetes (Parikh et al). 2000;137:465-9 

Pieces of the puzzle: diabetes and the structure and function of the heart 
and blood vessels (Dolan and Daniels). 2000;137:445-6 (Editorial) 
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Blood pressure and cardiovascular autonomic function in healthy children 
and adolescents (Tanaka et al). 2000;137:63-7 

Detection of infant's heart beat/pulse by caregivers: a comparison of 4 
methods (Tanner et al). 2000;137:429-30 (CLO) 

Does heart rate variability explain increased blood pressure in adoles- 
cents? (Stewart). 2000;137:6-8 (Editorial) 
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(Editorial) 
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Neurodevelopmental status of newborns and infants with congenital heart 
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2000; 137:638-45 
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An evaluation of botulinum-A toxin injections to improve upper extremi- 
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2000; 1357:331-7 

Hemorrhage 

Ductal shunting, high pulmonary blood flow, and pulmonary hemorrhage 

(Kluckow and Evans). 2000;137:68-72 
Hemorrhoids 

Delivery in breech presentation—a cause of hemorrhoids in a newborn 

(Kleiner et al). 2000;137:588 (Insights) 
Hepatic encephalopathy 

A 15-year-old boy with fulminant hepatic failure (Pomerance et al). 

2000;137:114-8 (Grand rounds) 
Hepatitis B virus 

Combination vaccines: problems and promise (Decker and Edwards). 
2000; 157:291-5 (Editorial) 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis-hepatitis B virus—inactivated polio virus and Haemophilus influenzae 
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al). 2000; 137:304-12 

Hepatolenticular degeneration 

Severe hepatic Wilson's disease in preschool-aged children (Wilson et ai). 

2000;137:719-22 (CLO) 
Hereditary diseases 
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betes insipidus (Godil et al). 2000;137:260-2 (CLO) 
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Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;137:214-20 
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Hyper-IlgD syndrome and familial Hibernian fever are true periodic fever 
syndromes (Drenth and Powell) (Letter); (Lawton et al) (Reply); 
(Padeh et al) (Reply). 2000;137:438-40 
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trom the Latino community (Flores et al). 2000;137:842-8 
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HIV-1 
Increased burden of respiratory viral associated severe lower respiratory 
tract infections in children infected with human immunodeficiency 
virus type-] (Madhi et al). 2000;157:78-84 
Homocysteine 
Homocysteine levels during fasting and after methionine loading in ado- 
lescents with diabetic retinopathy and nephropathy (Chiarelli et al). 
2000; 137:586-92 
Hospitalization 
Rates of hospitalization for respiratory syncytial virus infection among 
children in Medicaid (Boyce et al). 2000; 137:865-70 


Respiratory syncytial virus pneumonia in the hospital setting: length of 


stay, charges, and mortality (Howard et al). 2000;137:227-32 
Hospitals, pediatric 
Knowledge of Centers for Disease Control and Prevention guidelines for 
the use of vancomycin at a large tertiary care children’s hospital (Lin et 
al). 2000; 137:694-700 
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An “owl's eyes” view of hydroceles (McCabe et al). 2000;13 
(Insights) 
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Nighttime saliv ary cortisol measurement as a simple, noninvasiv e, outpa- 
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(Gafni et al). 2000:137:30-5 
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Hypersensitivity 
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with serum peanut-specific IgE (Vander Leek et al). 2000;137:749-55 
What should we be doing for children with peanut allergy? (Sampson). 
2000;137:741-3 (Editorial) 
Hypertension 
Blood pressure and cardiovascular autonomic function in healthy children 
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Does heart rate variability explain increased blood pressure in adoles- 
cents? (Stewart). 2000;157:6-8 (Editorial) 
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al). 2000; 137: 8 
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Deficiency of humoral immunity in cartilage-hair hypoplasia (Makitie et 
al). 2000; 137:487-92 
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Effect of inhaled corticosteroids on the hypothalamic-pituitary-adrenal 
axis and growth in children (Levine and Boston). 2000;157:450-4 
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Deletion of NAX2./ gene encoding thyroid transcription factor-1 in two 
siblings with hypothy roidism and respiratory failure (Iwatani et al). 
2000; 1357:272-6 (CLO) 
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Hyper-IgD syndrome and familial Hibernian fever are true periodic fever 
syndromes (Drenth and Powell) (Letter); (Lawton et al) (Reply); 
(Padeh et al) (Reply). 2000; 1357:438-40 
IgE 
The association of atopic dermatitis in infancy with immunoglobulin E 
food sensitization (Hill et al). 2000;137:475-9 
The natural history of peanut allergy in young children and its association 
with serum peanut-specific IgE (Vander Leek et al). 2000;137:749-55 
What should we be doing for children with peanut allergy? (Sampson) 
2000; 137:741-3 (Editorial) 
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Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 

Preterm infants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 
(Sandberg et al). 2000;137:623-8 

IgM 

T-cell-depleted bone narrow transplantation from allogeneic sibling for 
X-linked hyperiramunoglobulin M syndrome (Gennery et al). 2000; 
137:290 (Letter). Correction 2000;137:592 

Imaging; vee Radionuclide imaging 
Immunity 

Lung biopsy in immunocompromised children: when, how, and who? 
(Deterding and Wagener). 2000;137:147-9 (Editorial) 

Value of open lung biopsy in immunocompromised children (Stefanutti et 
al). 2000;137:165-71 

Immunoglobulins, intravenous 

Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 

The clinical course of immune thrombocytopenic purpura in children who 
did not receive intravenous immunoglobulins or sustained prednisone 
treatment (Dickerhoff and von Ruecker). 2000;137:629-32 

Initial management of immune thrombocytopenic purpura in children: is 
supportive counseling without therapeutic intervention sufficient? 
(George). 2000;137:598-600 (Editorial) 

Kawasaki disease: who is at risk? (Newburger). 2000;137:149-52 
(Editorial) 

Prediction of non-responsiveness to intravenous high-dose y-globulin 
therapy in patients with Kawasaki disease at onset (Fukunishi et al). 
2000;137:172-6 

Predictors of coronary artery lesions after intravenous y-globulin treat- 
ment in Kawasaki disease (Mori et al). 2000;137:177-80 

Preterm infants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 
(Sandberg et al). 2000;137:623-8 

Increased blood pressure; vee Hypertension 
Infant 

The association of atopic dermatitis in infancy with immunoglobulin E 
food sensitization (Hill et al). 2000;1357:475-9 

Can Haemophilus influenzae type b disease be eliminated from the United 
States? (Santosham). 2000;137:295-8 (Editorial) 

Combination vaccines: problems and promise (Decker and Edwards). 
2000;137:291-5 (Editorial) 

Detection of infant's heart beat/pulse by caregivers: a comparison of 4 
methods (Tanner et al). 2000;137:429-30 (CLO) 

Experience with the prevention of invasive Haemophilus influenzae type b 
disease by vaccination in Alaska: the impact of persistent oropharyn- 
geal carriage (Singleton et al). 2000;137:313-20 

Gastroesophageal reflux and infant apnea (Amin). 2000;137:298-300 
(Editorial) 

Increases in bel-2 protein in cerebrospinal fluid and evidence for pro- 
grammed cell death in infants and children after severe traumatic brain 
injury (Clark et al). 2000;137:197-204 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis-hepatitis B virus—inactivated polio virus and Haemophilus influenzae 
type b vaccines given as either separate or mixed injections (Schmitt et 
al). 2000; 137:304-12 

The relationship between gastroesophageal reflux and apnea in infants 
(Arad-Cohen et al). 2000;137:3521-6 

The role of swallowing during active sleep in the clearance of reflux in 
term and preterm infants (Jeffery et al). 2000;137:545-8 

Infant, diseases 

Acute neurologic decompensation in an infant with cobalamin deficiency 
exposed to nitrous oxide (Felmet et al). 2000;137:427-8 (CLO) 

Discontinuation of enterostomy tube feeding by behavioral treatment in 
early childhood: a randomized controlled trial (Benoit et al). 2000;137: 
498-505 

Effects of cisapride on QT interval in infants: a prospective study (Guala 
et al) (Letter); (Bubolz) (Reply). 2000;137:287-8 

Feeding efficiency and respiratory integration in infants with acute viral 
bronchiolitis (Pinnington et al). 2000;137:523-6 
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Identification of two subtypes of infantile acid maltase deficiency (Slonim 
et al). 2000;157:283-5 (CLO) 

Idiopathic copper toxicosis (Narchi) (Letter); (Miiller and Miiller) 
(Reply ). 2000; 137:440 

Increased need for medical interventions in infants with velocardiofacial 
(deletion 22q11) syndrome (Hopkin et al). 2000;137:247-9 (CLO) 

The interaction of prematurity with genetic and environmental influences 
on cognitive development in twins (Koeppen-Schomerus et al). 
2000; 137:527-33 

Isolation and identification of the group B streptococcal toxin CM101 
trom infants with sepsis (Sundell et al). 2000;137:338-44 

Neurodevelopmental outcome after the Fontan procedure in children with 
the hypoplastic left heart syndrome and other forms of single ventricle 
pathology: challenges unresolved (Freedom). 2000;137:602-4 (Editorial) 

Neurodevelopmental status of newborns and infants with congenital heart 
detects before and after open heart surgery (Limperopoulos et al). 
2000; 137:638-45 

Nutritional rickets in African American breast-fed intants (Kreiter et al). 
2000; 137:153-7 

An “owl's eyes” view of hydroceles (McCabe et al). 2000;137:286 
(Insights) 

Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;137:214-20 

Purpura fulminans caused by group A f-hemolytic Streptococcus sepsis 
(Dhodapkar et al). 2000;137:562-7 (Grand rounds) 

Reduced serum amino acid concentrations in infants with necrotizing en- 
terocolitis (Becker et al). 2000;157:785-93 

Serum granulocyte colony-stimulating factor levels are not increased in 
patients with autoimmune neutropenia of infancy (Corbacioglu et al). 
2000; 157:96-9 

Symptomatic lead poisoning in infancy: a prospective case analysis 
(Dietrich et al). 2000;137:568-71 (CLO) 

The 22q11.2 deletion syndrome: more answers but more questions 
(Fernhoft). 2000;157:145-7 (Editorial) 

Vitamin D-deficient rickets: the reemergence of a once-conquered disease 
(Welch et al). 2000;137:143-5 (Editorial) 

Infant, newborn 

Delivery in breech presentation—a cause of hemorrhoids in a newborn 
(Kleiner et al). 2000;137:588 (Insights) 

How to decrease errors in dose (Caldwell and Hughes). 2000;137:142 
(Letter) 

Neurophysiologic evaluation of auditory recognition memory in healthy 
newborn infants and infants of diabetic mothers (deRegnier et al). 


Plasminogen activator inhibitor-1: defining characteristics in the cere- 
brospinal fluid of newborns (Hansen et al). 2000;1357:152-4 (CLO) 

Predictive value of neonatal neurological tests for developmental outcome 
of preterm infants (Maas et al). 2000;157:100-6 

Infant, newborn, diseases 

Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 


Cerebral infarction in the term newborn: clinical presentation and long- 
term outcome (Sreenan et al). 2000;137:351-5 

Coronary flow abnormalities in neonates with aortic stenosis (Oskarsson 
and Pesonen). 2000;137:875-7 (CLO) 


Cutaneous manifestations of neonatal lupus without heart block: charac- 


teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;137:674-80 

KL-6, a mucinous glycoprotein, as an indicator of chronic lung disease of 
the newborn (Ogihara et al). 2000;157:280-2 (CLO) 

Living-related liver transplantation for neonatal-onset propionic acidemia 
(Yorifuji et al). 2000;137:572-4 (CLO) 

Neonatal factors predicting childhood height in preterm infants: evidence 
for a persisting effect of early metabolic bone disease? (Fewtrell et al). 
2000; 137:668-73 

Neonatal onset of rash in Still's disease (Hoeger et al). 2000;137:128-31 
(CLO) 

Neurodevelopmental outcome after the Fontan procedure in children with 
the hypoplastic left heart syndrome and other forms of single ventricle 
pathology: challenges unresolved (Freedom). 2000;157:602-4 (Editorial) 

Neurodevelopmental status of newborns and infants with congenital heart 
detects before and after open heart surgery (Limperopoulos et al). 
2000; 137:638-45 
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Preterm infants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 
(Sandberg et al). 2000;1357:623-8 

Survival and neonatal morbidity at the limits of viability in the mid 1990s: 
22 to 25 weeks (El-Metwally et al). 2000;137:616-22 

Infant, premature 

Health status development in a cohort of preterm children (Theunissen et 
al). 2000;157:5354-9 

How to decrease errors in dose (Caldwell and Hughes). 2000;137:142 
(Letter) 

Impact of extreme prematurity on families of adolescent children (Saigal 
et al). 2000;137:701-6 

Interpreting risks of steroids for preterm infants (Clark and Peabody) 
(Letter); (Kopelman et al) (Reply). 2000;137:590-2 

Lead exposure from blood transfusion to premature infants (Bearer et al). 
2000; 137:549-54 

Mydriatics slow gastric emptying in preterm infants (Bonthala et al). 
2000; 137:327-30 

Neonatal factors predicting childhood height in preterm infants: evidence 
for a persisting effect of early metabolic bone disease? (Fewtrell et al). 
2000; 137:668-73 

Placental transfer and decay of varicella-zoster virus antibodies in 
preterm infants (Linder et al). 2000;137:85-9 

Postnatal steroids: short-term gain, long-term pain? (Finer et al). 
2000; 137:9-13 (Commentary) 

Predictive value of neonatal neurological tests tor developmental outcome 
of preterm infants (Maas et al). 2000;137:100-6 

Reducing heat loss at birth in very preterm infants (Bjérklund and 
Hellstrém-Westas) (Letter); (Vohra and Whyte) (Reply). 2000;137: 
739-40 

The role of swallowing during active sleep in the clearance of reflux in 
term and preterm infants (Jeffery et al). 2000;157:545-8 

Infant, premature, diseases 

Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 

Allergic gastroenteropathy in preterm infants (D'Netto et al). 
2000; 1357:480-6 

Glucocorticoids in perinatal medicine: misguided rockets? (Jobe). 
2000;137:1-3 (Editorial) 

Outcome of preterm infants with congenital heart disease (Dees et al). 
2000; 137:653-9 

Premature infants respond to early-onset and late-onset sepsis with leuko- 
cyte activation (Weinschenk et al). 2000;137:345-50 

Preterm infants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 
(Sandberg et al). 2000;137:623-8 

Survival and neonatal morbidity at the limits of viability in the mid 1990s: 
22 to 25 weeks (El-Metwally et al). 2000;137:616-22 

Treatment choices for extremely preterm infants: an international per- 
spective (de Leeuw et al). 2000;137:608-15 

Treatment decisions for the extremely premature infant (Lorenz and 
Paneth). 2000;1357:593-5 (Editorial) 

Infant death 

Short-chain hydroxyacyl-coenzyme A dehydrogenase deficiency present- 
ing as unexpected infant death: a family study (Treacy et al). 
2000;137:257-9 (CLO) 

Survival and neonatal morbidity at the limits of viability in the mid 1990s: 
22 to 25 weeks (El-Metwally et al). 2000;137:616-22 

Infection 

Additional confirmation of the lack of eftect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 

A light in the darkness: predicting outcomes for congenital cy- 
tomegalovirus infections (Fowler). 2000;137:4-6 (Editorial) 

Long-term follow-up and outcome of 39 patients with chronic granulo- 
matous disease (Liese et al). 2000;137:687-93 

Prenatal indicators of congenital cytomegalovirus infection (Lazzarotto et 

al). 2000;137:90-5 

Preterm infants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 


(Sandberg et al). 2000;137:623-8 
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Inflammatory bowel diseases 

Neutropenia, neutrophil dysfunction, and inflammatory bowel disease in 
glycogen storage disease type Ib: results of the European Study on 
Gly« ogen Storage Disease Type I (Visser et al). 2000;137:187-91 

Poor imaging technique produces poor results: again! (Charron et al) 
(Letter); (Cucchiara and Celentano) (Reply). 2000;137:888-9 

Infliximab 

Use of infliximab in the treatment of Crohn's disease in children and ado- 

lescents (Hyams et al). 2000;137:192-6 
Influenza 

The burden of influenza illness in children with asthma and other chron- 

ic medical conditions (Neuzil et al). 2000; 137:856-64 
Informed consent 

Confusion over consent (Frader and Flanagan-Klygis). 2000; 157:746-8 
(Editorial) 

A randomized controlled trial ot alternatiy e modes of service prov ision to 
young children with cerebral palsy in Bangladesh (McConachie et al). 
2000; 137:769-76 

Infusions, intravenous 

Cardiac toxicity of intravenous terbutaline for the treatment of severe 
asthma in children: a prospective assessment (Chiang et al). 
2000; 137:73-7 

Intravenous pamidronate treatment of polyostotic fibrous dysplasia asso- 
ciated with the McCune Albright syndrome (Zacharin and 
O'Sullivan). 2000;137:403-9 

Osteoporosis pseudoglioma S\ ndrome: treatment ot spinal osteoporosis 
with intravenous bisphosphonates (Zacharin and Cundy). 
2000;137:410-5 

Inhaled administration; vee Administration, inhalation 
Injections 

Botulinum toxin A in cerebral palsy: functional outcomes (Graham) 
2000;137:300-3 (Editorial) 

An evaluation of botulinum-A toxin injections to improve upper extremi- 
ty function in children with hemiplegic cerebral palsy (Fehlings et al). 
2000; 157:33 1-7 

Insights 
Insights. 2000;157:135, 286, 588, 887 
Insulin 
Calcium-stimulated insulin secretion in diffuse and focal forms of congen- 
ital hy perinsulinism (Ferry et al). 2000;137:239-46 
Insulin-dependent diabetes mellitus; «ee Diabetes mellitus, insulin-de- 
pendent 
Insulin-like growth factors; vee Somatomedins 
Intelligence 

Effects of growth restriction in early childhood on growth, IQ, and cog- 
nition at age 11 to 12 years and the benefits of nutritional supplemen- 
tation and psychosocial stimulation (Walker et al). 2000;137:36-4 1 

Interpersonal relations 

Effec ts ol growth restriction in early C hildhood on growth, 1Q, and cog- 
nition at age 11 to 12 years and the benefits of nutritional supplemen- 
tation and psychosocial stimulation (Walker et al). 2000;137:36-4 1 

Iron 

Iron deficiency in children with lead exposure (Waldron) (Letter); 

(Serwint) (Reply). 2000;137:441 


J 


Japanese Pediatric Interventional Cardiology Investigation Group 
Catheter interventional treatment in Kawasaki disease: a report from the 
Japanese Pediatric Interventional Cardiology Investigation Group 
(Akagi et al). 2000;157:181-6 


K 


Kawasaki disease; vee Mucocutaneous lymph node syndrome 
Kernicterus 
L nbound bilirubin assoc iated with kernicterus: a historical approac h 
(Ahifors). 2000;137:540-4 
Kidney neoplasms 
Peripheral harlequin-like thermal imbalance after Wilms’ tumor (Kerb! et 
al). 2000;137:887 (Insights) 
Kidney transplantation 
Successtul bone marrow transplantation in a patient with Schimke im- 
muno-osseous dysplasia (Petty et al). 2000;1357:882-6 (CLO) 
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Kwashiorkor 
Increased oxidative stress in kwashiorkor (Manary et al). 2000;157:421-4 


(CLO) 


Language 
The importance of language and culture in pediatric care: case studies 
from the Latino community (Flores et al). 2000;137:842-8 
Latino community; vee Hispanic Americans 
Laxatives; vee Cathartics 
Lead 
Iron deficiency in children with lead exposure (Waldron) (Letter); 
(Serwint) (Reply). 2000;137:441 
Lead exposure from blood transfusion to premature infants (Bearer et al). 
2000; 137:549-54 
Lead exposure and motor functioning in 4 1/2-year-old children: The 
Yugoslavia Prospective Study (Wasserman et al). 2000;137:555-61 
Lead poisoning 
Symptomatic lead poisoning in infancy: a prospective case analysis 


(Dietrich et al). 2000;137:568-71 (CLO) 


Leg 
Peripheral harlequin-like thermal imbalance after Wilms’ tumor (Kerbl et 
al). 2000;137:887 (Insights) 
Length of stay 


Respiratory syncytial virus pneumonia in the hospital setting: length of 


stay, charges, and mortality (Howard et al). 2000;1 
Letters 
Letters. 2000;137:159-42, 287-90, 438-42, 589-92, 739-40, 888-92 
Leukemia, lymphocytic 

Side effects of steroids revisited (Brook). 2000;137:3-4 (Editorial) 

Time course of recovery of adrenal function in children treated for 
leukemia (Felner et al). 2000;137:21-4 

Leukocytes 

Premature infants respond to early-onset and late-onset sepsis with leuko- 

cyte activation (Weinschenk et al). 2000;157:345-50 
Ligation 

Resolution of hypoxemia in a liver transplant recipient after ligation of a 

portosystemic shunt (Spencer et al). 2000;137:575-7 (CLO) 
Lipoproteins 

Correlates of lipoprotein(a) levels in a biracial cohort of young girls 

(Kiortsis and Elisaf). 2000;137:438 (Letter) 
Liver diseases 

A 15-year-old boy with fulminant hepatic failure (Pomerance et al). 
2000;157:114-8 (Grand rounds) 

Severe hepatic Wilson's disease in preschool-aged children (Wilson et al). 
2000;157:719-22 (CLO) 

Short-chain hydroxyacyl-coenzyme A dehydrogenase deficiency present- 
ing as unexpected infant death: a family study (Treacy et al). 
2000; 137:257-9 (CLO) 

Liver transplantation 

Living-related liver transplantation for neonatal-onset propionic acidemia 
(Yorifuji et al). 2000;137:572-4 (CLO) 

Resolution of hypoxemia in a liver transplant recipient after ligation of a 
portosystemic shunt (Spencer et al). 2000;137:575-7 (CLO) 

Long-chain polyunsaturated fatty acids; vee Fatty acids, unsaturated 
Lung 

Lung biopsy in immunocompromised children: when, how, and who? 
(Deterding and Wagener). 2000;157:147-9 (Editorial) 

Value of open lung biopsy in immunocompromised children (Stefanutti et 
al). 2000;157:165-71 

Lung diseases 

KL-6, a mucinous glycoprotein, as an indicator of chronic lung disease of 

the newborn (€ )gihara et al). 2000;157:280-2 (CLO) 
Lupus erythematosus, cutaneous 

Cutaneous manifestations of neonatal lupus without heart block: charac- 
teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;157:674-80 


M 
Males 


A 15-year-old boy with fulminant hepatic failure (Pomerance et al). 
2000;157:114-8 (Grand rounds) 


| 
Ae 
i 
a 
H 
| 
| 
| 


THE JOURNAL OF PEDIATRICS 
Volume 137, Number 6 


Reduced height in Swedish men with asthma at the age of conscription for 
military service (Norjavaara et al). 2000;137:25-9 
Mass screening 
Nighttime salivary cortisol measurement as a simple, noninvasive, outpa- 
tient screening test for Cushing's syndrome in children and adolescents 
(Gafni et al). 2000;137:30-5 
Maternal-fetal exchange 
Placental transter and decay of varicella-zoster virus antibodies in 
preterm infants (Linder et al). 2000;137:85-9 
McCune Albright syndrome 
Intravenous pamidronate treatment of polyostotic fibrous dysplasia asso- 
ciated with the McCune Albright syndrome (Zacharin and O'Sullivan). 
2000; 137:403-9 
Medicaid 
Rates of hospitalization for respiratory syncytial virus infection among 
children in Medicaid (Boyce et al). 2000;137:865-70 
Medical care; vee Health care 
Medical science; vee Science 
Medication errors 
How to decrease errors in dose (Caldwell and Hughes). 2000;137:142 
(Letter) 
Megestrol 
Adrenal suppression in children with malignant solid tumors treated with 
megestrol acetate (Azcona and Sierrasestimaga). 2000;137:141-2 
(Letter) 
Melanocytes 
Scleral melanocytosis and oculodermal melanocytosis (nevus of Ota) in 
Chinese children (Leung et al). 2000;137:581-4 (CLO) 
Memory 
Neurophysiologic evaluation of auditory recognition memory in healthy 
newborn infants and infants of diabetic mothers (deRegnier et al). 


Metabolic bone diseases; vee Bone diseases, metabolic 
Metabolism 
Coping skills training for youth with diabetes mellitus has long-lasting ef- 
fects on metabolic control and quality of life (Grey et al). 2000;137:107- 
135 
Methionine 
Homocysteine levels during fasting and after methionine loading in ado- 
lescents with diabetic retinopathy and nephropathy (Chiarelli et al). 
2000; 137:386-92 
Military personnel 
Reduced height in Swedish men with asthma at the age of conscription for 
military service (Norjavaara et al). 2000;137:25-9 
Morbidity 
Survival and neonatal morbidity at the limits of viability in the mid 1990s: 
22 to 25 weeks (El-Metwally et al). 2000;137:616-22 
Morphea; vee Scleroderma, circumscribed 
Mortality 
Correction (Peters and Meininger) (Letter); (Whyte et al) (Reply). 
2000;137:740 
Respiratory syncytial virus pneumonia in the hospital setting: length of 
stay, charges, and mortality (Howard et al). 2000;137:227-32 
Mothers 
Cutaneous manifestations of neonatal lupus without heart block: charac- 
teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;137:674-80 
Motor skills 
Age at symptom onset predicts severity of motor impairment and clinical 
outcome of glutaric acidemia type | (Bjugstad et al). 2000;137:681-6 
Lead exposure and motor functioning in 4 1/2-year-old children: The 
Yugoslavia Prospective Study (Wasserman et al). 2000;137:555-61 
Osteogenesis imperfecta in childhood: prognosis for walking (Engelbert 
et al). 2000;137:397-402 
Movement 
Sustained benefit after 2 years of growth hormone on body composition, 
fat utilization, physical strength and agility, and growth in Prader-Willi 
syndrome (Myers et al). 2000;137:42-9 
Mucocutaneous lymph node syndrome 
Catheter interventional treatment in Kawasaki disease: a report from the 
Japanese Pediatric Interventional Cardiology Investigation Group 
(Akagi et al). 2000;137:181-6 
Kawasaki disease: who is at risk? (Newburger). 2000;157:149-52 
(Editorial) 
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Kawasaki disease in older children and adolescents (Stockheim et al). 
2000; 137:250-2 (CLO) 

Prediction of non-responsiveness to intravenous high-dose y-globulin 
therapy in patients with Kawasaki disease at onset (Fukunishi et al). 
2000; 137:172-6 

Predictors of coronary artery lesions after intravenous y-globulin treat- 
ment in Kawasaki disease (Mori et al). 2000;137:177-80 

Psoriatic eruption in Kawasaki disease (Eberhard et al). 2000;137:578-80 
(CLO) 

Treatment of severe complicated Kawasaki disease with oral prednisolone 
and aspirin (Dale et al). 2000;137:723-6 (CLO) 

Mutation 

Glycogen storage disease type Ib without neutropenia (Kure et al). 
2000; 137:253-6 (CLO) 

Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;137:214-20 

Presymptomatic diagnosis of X-linked adrenal hypoplasia congenita by 
analysis of DAX/ (Achermann et al). 2000;137:878-81 (CLO) 

Mydriatics 

Mydriatics slow gastric emptying in preterm infants (Bonthala et al). 

2000; 137:327-30 
Myocardial diseases 
Identification of two subtypes of infantile acid maltase deficiency (Slonim 


et al). 2000;137:283-5 (CLO) 
N 


Naproxen 
The use of naproxen in the treatment of children with rheumatic fever 
(Uziel et al). 2000;137:269-71 (CLO) 
Nasal obstruction 
Congenital nasal pyriform aperture stenosis associated with central dia- 
betes insipidus (Godil et al). 2000;137:260-2 (CLO) 
Nebulizers and vaporizers 
Asthma therapy in children: nebulizers or metered dose inhalers with 
holding chambers? (Newcomb) (Letter); (Newhouse) (Reply). 
2000;137:139-41 
Necrosis 
Unusual complications of warfarin therapy: skin necrosis and priapism 
(Zimbelman et al). 2000;137:266-8 (CLO) 
Necrotizing enterocolitis; vee Enterocolitis, pseudomembranous 
Neonatal screening 
US newborn screening system guidelines II: follow-up of children, diag- 
nosis, management, and evaluation—statement of the Council of 
Regional Networks for Genetic Services (CORN) (Pass et al). 
2000;137:S1-46 
Neonate; vee Infant, newbern 
Neonatology 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 
Neoplasms 
Adrenal suppression in children with malignant solid tumors treated with 
megestrol acetate (Azcona and Sierrasestimaga). 2000;137:141-2 
(Letter) 
Neurodevelopmental outcome; vee Child development 
Neurologic examination 
Acute neurologic decompensation in an infant with cobalamin deficiency 
exposed to nitrous oxide (Felmet et al). 2000;157:427-8 (CLO) 
Predictive value of neonatal neurological tests for developmental outcome 
of preterm infants (Maas et al). 2000;137:100-6 
Neurophysiology 
Neurophysiologic evaluation of auditory recognition memory in healthy 
newborn infants and infants of diabetic mothers (deRegnier et al). 


Neutropenia 

Glycogen storage disease type [b without neutropenia (Kure et al). 
2000;137:253-6 (CLO) 

Neutropenia, neutrophil dystunction, and inflammatory bowel disease in 
glycogen storage disease type Ib: results of the European Study on 
Glycogen Storage Disease Type I (Visser et al). 2000;157:187-91 

Serum granulocyte colony-stimulating factor levels are not increased in 
patients with autoimmune neutropenia of infancy (Corbacioglu et al). 


2000;137:96-9 
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Neutrophils 

Neutropenia, neutrophil dysfunction, and inflammatory bowel disease in 
glycogen storage disease type Ib: results of the European Study on 
Glycogen Storage Disease Type I (Visser et al). 2000;137:187-91 

Nevus of Ota 

Scleral melanocytosis and oculodermal melanocytosis (nevus of Ota) in 

Chinese children (Leung et al). 2000;137:581-4 (CLO) 
Newborn infant; vee Infant, newborn 
Nigeria 
Case-control study of factors associated with nutritional rickets 1 
Nigerian children (Thacher et al). 2000; 137:367-73 
Nitric oxide 
Life-threatening status asthmaticus treated with inhaled nitric oxide 
Nakagawa et al). 2000;157:119-22 (CLO) 
Nitrogen oxides 

\irway nitrogen oxide measurements in asthma and other pediatric resp!- 

ratory diseases (Hunt and Gaston). 2000;137:14-20 
Nitrous oxide 

\cute neurologic decompensation in an infant with cobalamin deficiency 

exposed to nitrous oxide (Felmet et al). 2000;137:427-8 (CLO) 
Nose, abnormalities 

Congenital nasal pyritorm aperture stenosis assoc iated with central dia- 

betes insipidus (Godil et al). 2000;137:260-2 (CLO) 
Nuclear family 

Deletion of NAX2./ gene encoding thyroid transcription factor-| in two 
siblings with hypothyroidism and respiratory failure (Iwatani et al). 
2000; 137:272-6 (CLO) 

T-cell-depleted bone marrow transplantation from allogeneic sibling for 
X-linked hyperimmunoglobulin M_ syndrome (Gennery et al). 
2000; 1357:290 (Letter). Correction 2000; 137:592 

Nutrition 

Effects of growth restriction in early childhood on growth, 1Q, and cog- 
nition at age 11 to 12 years and the benefits of nutritional supplemen- 
tation and psychosocial stimulation (Walker et al). 2000;137:36-41 

Longitudinal relationship among growth, nutritional Status, and pul- 
monary function in children with cystic fibrosis: analysis of the Cystic 
Fibrosis Foundation National CF Patient Registry (Zemel et al). 
2000; |: 74-80 

Nutrition disorders 
Case-control study of factors associated with nutritional rickets in 
Nigerian children (Thacher et al). 2000;157:367-75 

Nutritional rickets in African American breast-fed intants (Kreiter et al). 
2000; 137:155-7 


O 


Oats; vee Cereals 
Obesity 
Eating behavior in Prader-Willi syndrome, normal w eight, and obese con- 
trol groups (Lindgren et al). 2000;137:50-5 
Ocular sequelae; vee Vision disorders 
Oculomotor nerve paralysis 
Par tial oc ulomotor nerve palsy associated w ith elevated anti-galactoc ere- 
broside and anti-GM1 antibodies (Go). 2000;137:425-6 (CLO) 
Omeprazole 
Omeprazole for treatment of chronic erosive esophagitis in children: a 
multicenter study of efficacy, safety, tolerability and dose requirements 
(Hassall et al). 2000;137:800-7 
Oral administration; vee Administration, oral 
Osteogenesis imperfecta 
Osteogenesis impertecta in childhood: prognosis for walking (Engelbert 
et al). 2000;137:397-402 
Osteomyelitis 
On mice and men: an autosomal recessive syndrome of chronic recurrent 
multifocal osteomyelitis and congenital dyserythropoietic anemia 
(Majeed et al). 2000;137:441-2 (Letter) 
Osteoporosis 
Osteoporosis pseudoglioma syndrome: treatment of spinal osteoporosis 
with intravenous bisphosphonates (Zacharin and Cundy). 2000;137: 
410-5 
Outpatients 


Nighttime saliv ary cortisol measurement as a simple, noninvasive, outpa- 


tient screening test for Cushing's syndrome in children and adolescents 
(Gafni et al). 2000;137:30-5 
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Ovarian failure, premature 
Risk factors for premature ovarian failure in females with galactosemia 
(Guerrero et al). 2000;137:833-41 
Overdose 
Why young children are resistant to acetaminophen poisoning 
(Tenenbein) (Letter); (Anderson and Holford) (Reply). 2000;137:891- 
Oxidoreductases 
Short-chain hydroxyacyl-coenzyme A dehydrogenase deficiency present- 
ing as unexpected infant death: a family study (Treacy et al). 
2000; 137:257-9 (CLO) 
Oxygen 
Increased oxidative stress in kwashiorkor (Manary et al). 2000;157:421-4 


(CLO) 


Pain 

Glucocorticoids in perinatal medicine: misguided rockets? (Jobe). 
2000; 137:1-3 (Editorial) 

Postnatal steroids: short-term gain, long-term pain? (Finer et al). 
2000;137:9-13 (Commentary) 

Pamidronate 

Intravenous pamidronate treatment of polyostotic fibrous dysplasia asso- 
ciated with the McCune Albright syndrome (Zacharin and 
O'Sullivan). 2000;137:403-9 

Pancreatic function tes 

Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;157:214-20 

Parenteral nutrition, total 

A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 

pediatrics) 
Peanuts 

The natural history of peanut allergy in young children and its association 
with serum peanut-specific IgE (Vander Leek et al). 2000;137:749-55 

What should we be doing for children with peanut allergy? (Sampson). 
2000;137:741-3 (Editorial) 

Phenylalanine 

Effects of long-chain polyunsaturated fatty acid supplementation on fatty 
acid status and visual function in treated children with hyperpheny- 
lalaninemia (Agostoni et al). 2000;137:504-9 

Phototherapy 

A decimillennium in neonatology (Nelson). 2000;157:731-5 (Advances in 
pediatric s) 

Physical education and training 

Short stature in competitive prepubertal and early pubertal male gym- 
nasts: the result of selection bias or intense training? (Daly et al). 
2000;137:510-6 

Physical fitness 

Sustained benefit after 2 years of growth hormone on body composition, 
fat utilization, physical strength and agility, and growth in Prader-Willi 
syndrome (Myers et al). 2000;157:42-9 

Pituitary gland 

Effect of inhaled corticosteroids on the hypothalamic-pituitary-adrenal 

axis and growth in children (Levine and Boston). 2000;137:450-4 
Placental transfer; vee Maternal-fetal exchange 
Plasminogen activator inhibitor-1 

Plasminogen activator inhibitor-1: defining characteristics in the cere- 

brospinal fluid of newborns (Hansen et al). 2000;157:152-4 (CLO) 
Pneumococcus; vee Streptococcus pneumoniae 
Pneumonia 

Respiratory syncytial virus pneumonia in the hospital setting: length of 

stay, charges, and mortality (Howard et al). 2000;137:227-32 
Poisoning 

Why young children are resistant to acetaminophen poisoning (Tenenbein) 

(Letter); (Anderson and Holford) (Reply). 2000;137:891-2 
Polio virus vaccine 

Combination vaccines: problems and promise (Decker and Edwards). 
2000; 137:291-5 (Editorial) 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis—hepatitis B virus—inactivated polio virus and Haemophilus influenzae 
type b vaccines given as either separate or mixed injections (Schmitt et 
al). 2000; 137:304-12 
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Polyostotic fibrous dysplasia; vee Fibrous dysplasia, polyostotic 
Portosystemic shunt, surgical 
Resolution of hypoxemia in a liver transplant recipient after ligation of a 
portosystemic shunt (Spencer et al). 2000;137:575-7 (CLO) 
Positive-pressure respiration 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 
Prader-Willi syndrome 
Eating behavior in Prader-Willi syndrome, normal weight, and obese con- 
trol groups (Lindgren et al). 2000;137:50-5 
Sustained benefit after 2 years of growth hormone on body composition, 
fat utilization, physical strength and agility, and growth in Prader-Willi 
syndrome (Myers et al). 2000;137:42-9 
Predictive value of tests 
Predictive value of neonatal neurological tests for developmental outcome 
of preterm infants (Maas et al). 2000;137:100-6 
Prednisolone 
Treatment of severe complicated Kawasaki disease with oral prednisolone 
and aspirin (Dale et al). 2000;137:723-6 (CLO) 
Prednisone 
The clinical course of immune thrombocytopenic purpura in children who 
did not receive intravenous immunoglobulins or sustained prednisone 
treatment (Dickerhoff and von Ruecker). 2000;1357:629-32 
Initial management of immune thrombocytopenic purpura in children: is 
supportive counseling without therapeutic intervention sufficient? 
(George). 2000;137:598-600 (Editorial) 
Premature ovarian failure; vee Ovarian failure, premature 
Prenatal diagnosis 
A light in the darkness: predicting outcomes for congenital cy- 
tomegalovirus infections (Fowler). 2000;137:4-6 (Editorial) 
The natural history of varicella embryopathy: a 25-year follow-up 
(Schulze and Dietzsch). 2000;137:871-4 (CLO) 
Prenatal indicators of congenital cytomegalovirus infection (Lazzarotto et 
al). 2000;137:90-5 
Preschool child; vee Child, preschool 
Preschool Respiratory Assessment Measure 
The Preschool Respiratory Assessment Measure (PRAM): a responsive 
index of acute asthma severity (Chalut et al). 2000;137:762-8 
Promises and pitfalls in the evaluation of pediatric asthma scores (van der 
Windt). 2000; 137:744-6 (Editorial) 
Preterm infant; vee Infant, premature 
Priapism 
Unusual complications of warfarin therapy: skin necrosis and priapism 
(Zimbelman et al). 2000;137:266-8 (CLO) 
Propionic acids 
Living-related liver transplantation for neonatal-onset propionic acidemia 
(Yorifuji et al). 2000;137:572-4 (CLO) 
Protein C 
Protein C deficiency related to valproic acid therapy: a possible associa- 
tion with childhood stroke (Gruppo et al). 2000;137:714-8 (CLO) 
Protein-glutamine gamma-glutamyltransferase 
Transglutaminase antibodies in children with a genetic risk for celiac dis- 
ease (Hoffenberg et al). 2000;137:356-60 
Proteins 
Increased oxidative stress in kwashiorkor (Manary et al). 2000;137:421-4 
(CLO) 
The pneumococcal protein conjugate vaccines (Peters and Edwards). 
2000;137:416-20 (Grand rounds) 
Pseudoglioma; vee Glioma 
Psoriasis 
Psoriatic eruption in Kawasaki disease (Eberhard et al). 2000;137:578-80 
(CLO) 
Psychosocial stimulation; vee Interpersonal relations 


Puberty 


Short stature in competitive prepubertal and early pubertal male gym- 


nasts: the result of selection bias or intense training? (Daly et al). 
2000; 137:510-6 
Puberty, precocious 
Do all girls with apparent idiopathic precocious puberty require go- 
nadotropin-releasing hormone agonist treatment? (Léger et al). 
2000;137:819-25 
Pulmonary circulation 
Ductal shunting, high pulmonary blood flow, and pulmonary hemorrhage 
(Kluckow and Evans). 2000;137:68-72 
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Pulmonary function tests; vee Respiratory function tests 
Pulmonary hemorrhage; wee Hemorrhage 
Pulmonary surfactants 
A decimillennium in neonatology (Nelson). 2000;137:731-5 (Advances in 
pediatrics) 
Pulse 
Detection of infant's heart beat/pulse by caregivers: a comparison of 4 
methods (Tanner et al). 2000;1357:429-30 (CLO) 
Purpura 
Purpura fulminans caused by group A B-hemolytic Streptococcus sepsis 
(Dhodapkar et al). 2000;137:562-7 (Grand rounds) 
Purpura, thrombocytopenic 
The clinical course of immune thrombocytopenic purpura in children who 
did not receive intravenous immunoglobulins or sustained prednisone 
treatment (Dickerhoff and von Ruecker). 2000;137:629-32 
Initial management of immune thrombocytopenic purpura in children: is 
supportive counseling without therapeutic intervention sufficient? 


(George). 2000; 137:598-600 (Editorial) 


Q 


OT interval; vee Electrocardiography 
Quality of life 
Children with morphea have normal self-perception (Uziel et al). 
2000; 137:727-30 (CLO) 
Coping skills training for youth with diabetes mellitus has long-lasting effects 
on metabolic control and quality of life (Grey et al). 2000;137:107-13 


R 


Race 

Correlates of lipoprotein(a) levels in a biracial cohort of young girls 

(Kiortsis and Elisat). 2000;137:438 (Letter) 
Radionuclide imaging 

Poor imaging technique produces poor results: again! (Charron et al) 

(Letter); (Cucchiara and Celentano) (Reply). 2000;137:888-9 
Randomized controlled trials 

Confusion over consent (Frader and Flanagan-Klygis). 2000;137:746-8 
(Editorial) 

Discontinuation of enterostomy tube feeding by behavioral treatment in 
early childhood: a randomized controlled trial (Benoit et al). 
2000; 137:498-503 

A randomized controlled trial of alternative modes of service provision to 
young children with cerebral palsy in Bangladesh (McConachie et al). 
2000; 137:769-76 

Rash; wee Skin diseases 

Recessive genes; vee Genes, recessive 

Reduced height; vee Growth disorders 

Reflux, gastroesophageal; vee Gastroesophageal reflux 
Registries 

Cutaneous manifestations of neonatal lupus without heart block: charac- 
teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;137:674-80 

Research 

Confusion over consent (Frader and Flanagan-Klygis). 2000;137:746-8 
(Editorial) 

A randomized controlled trial of alternative modes of service provision to 
young children with cerebral palsy in Bangladesh (McConachie et al). 
2000;137:769-76 

Respiration disorders 

Airway nitrogen oxide measurements in asthma and other pediatric respi- 
ratory diseases (Hunt and Gaston). 2000;157:14-20 

Feeding efficiency and respiratory integration in infants with acute viral 
bronchiolitis (Pinnington et al). 2000;137:523-6 

Respiratory function tests 

Longitudinal relationship among growth, nutritional status, and pul- 
monary function in children with cystic fibrosis: analysis of the Cystic 
Fibrosis Foundation National CF Patient Registry (Zemel et al). 
2000; 137:374-80 

The Preschool Respiratory Assessment Measure (PRAM): a responsive 
index of acute asthma severity (Chalut et al). 2000;137:762-8 

Promises and pitfalls in the evaluation of pediatric asthma scores (van der 
Windt). 2000; 137:744-6 (Editorial) 
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Respiratory insufficiency 
Deletion of NAX2./ gene encoding thyroid transcription factor-] in two 
siblings with hypothyroidism and respiratory failure (Iwatani et al). 
2000; 137:272-6 (CLO) 
Respiratory syncytial viruses 
Rates of hospitalization for respiratory syncytial virus infection among 
children in Medicaid (Boyce et al). 2000;137:865-70 
Respiratory syncytial virus pneumonia in the hospital setting: length of 
stay, charges, and mortality (Howard et al). 2000;137: -32 
Respiratory tract infections 
Inc reased burden ot respiratory V iral assoc iated severe low er respiratory 
tract infections in children infected with human immunodeficiency 
virus type-! (Madhi et al). 2000;137:78-84 
The vitamin A paradox (Griffiths). 2000;137:604-7 (Editorial) 
Vitamin A supplements and diarrheal and respiratory tract infections among 
children in Dar es Salaam, Tanzania (Fawzi et al). 2000;137:660-7 
Rett syndrome 
Auditory brainstem response findings in Rett syndrome: stability over 
time (Pillion and Naidu). 2000;137:593-6 
Rheumatic fever 
Major advances in pediatric cardiology in the 20th century: I. Diagnostics 
(¢ sutgesell and Lindsey ). 2000; 137:4351-3 (Advances in pediatric s) 
The use of naproxen in the treatment of children with rheumatic fever 
(Uziel et al). 2000;157:269-71 (CLO) 
Rickets 
Case-c ontrol study of tactors assoc iated Ww ith nutritional ric kets in 
Nigerian children (Thacher et al). 2000;137:367-73 
Nutritional rickets in African American breast-fed infants (Kreiter et al) 
2000;137:153-7 
Vitamin D-deficient rickets: the reemergence of a onc e-conquered disease 
(Welch et al). 2000;1357:143-5 (Editorial) 
Risk factors 
Interpreting risks of steroids for preterm infants (Clark and Peabody) 
(Letter); (Kopelman et al) (Reply ). 2000;137:590-2 
Risk factors tor premature ov arian failure in females with galactosemia 


(Guerrero et al). 2000;137:833-41 
S 


Safety 
Omeprazole tor treatment of chronic erosi\ e esophagitis in children: a 
multicenter study of efficacy, satety, tolerability and dose requirements 
(Hassall et al). 2000; 137:800-7 
Saliva 
Nighttime salivary cortisol measurement as a simple, noninvasive, outpa- 
tient sc reening test tor Cushing's S\ ndrome in ¢ hildren and adolesc ents 
(Gatni et al). 2000;157:30-5 
Schimke immuno-osseous dysplasia 
Successful bone marrow transplantation in a patient with Schimke im- 
muno-osseous dysplasia (Petty et al). 2000;157:882-6 (CLO) 
Science 
Genes, brains, and development: link ing preschool developmental disor- 
ders to medical science and care (Msall). 2000;157:600-2 (Editorial) 
Scleral diseases 
Scleral melanocytosis and oc ulodermal melanocytosis (nevus of Ota) in 
Chinese children (Leung et al). 2000;157:581-4 (CLO) 
Scleroderma, circumscribed 
Children with morphea have normal self-perception (Uziel et al). 


27-30 (CLO) 


Screening; wee Mass screening 
Scrotum 
An “owl's eyes” view of hydroceles (McCabe et al). 2000;137:286 
(Insights) 
Selection bias 


Short stature in competitive prepubertal and early pubertal male gyvm- 


nasts: the result of selection bias or intense training? (Daly et al). 
2000; 137:510-6 
Self concept 
Children with morphea have normal self-perception (Uziel et al). 
2000; 137:727-30 (CLO) 
Septicemia 
Additional confirmation of the lack of effect of intravenous immunoglob- 
ulin in the prevention of neonatal infection (Hill). 2000;137:595-7 
(Editorial) 
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Isolation and identification of the group B streptococcal toxin CM101 
trom intants with sepsis (Sundell et al). 2000;137:338-44 
Premature infants respond to early-onset and late-onset sepsis with leuko- 
cyte activation (Weinschenk et al). 2000;137:345-50 
Preterm intants with low immunoglobulin G levels have increased risk of 
neonatal sepsis but do not benefit from prophylactic immunoglobulin G 
(Sandberg et al). 2000;137:623-8 
Purpura fulminans caused by group A B-hemolytic Streptococcus sepsis 
(Dhodapkar et al). 2000;137:562-7 (Grand rounds) 
Short stature; vee Body height 
Shunts 
Ductal shunting, high pulmonary blood flow, and pulmonary hemorrhage 
(Kluckow and Evans). 2000;137:68-72 
Siblings; vee Nuclear family 
Sickle cell anemia; vee Anemia, sickle cell 
Side effects 
Side effects of steroids revisited (Brook). 2000;1357:3-4 (Editorial) 
Time course of recovery of adrenal function in children treated for 
leukemia (Felner et al). 2000;137:21-4 
Singapore 
Edible “bird's nest”-induced anaphylaxis: an under-recognized entity? 
(Goh et al). 2000;137:277-9 (CLO) 
Skin diseases 
Cutaneous manifestations of neonatal lupus without heart block: charac- 
teristics of mothers and children enrolled in a national registry (Neiman 
et al). 2000;137:674-80 
Neonatal onset of rash in Still's disease (Hoeger et al). 2000;137:128-31 
(CLO) 
Scleral melanocytosis and oculodermal melanocytosis (nevus of Ota) in 
Chinese children (Leung et al). 2000;137:581-4 (CLO) 
Unusual complications of warfarin therapy: skin necrosis and priapism 
(Zimbelman et al). 2000;157:266-8 (CLO) 
Sleep 
Alterations in sleep physiology in young children with insulin-dependent 
diabetes mellitus: relationship to nocturnal hypoglycemia (Matyka et 
al). 2000;137:233-8 
The role of swallowing during active sleep in the clearance of reflux in 
term and preterm infants (Jettery et al). 2000;157:545-8 
Somatomedins 
Insulin-like growth factors and bone mineral density in African American 
and white girls (Yanovski et al). 2000;137:826-32 
Somatotropin 
Sustained benefit after 2 years of growth hormone on body composition, 
fat utilization, physical strength and agility, and growth in Prader-Willi 
syndrome (Myers et al). 2000;137:42-9 
Spine 
Osteoporosis pseudoglioma syndrome: treatment of spinal osteoporosis 
with intravenous bisphosphonates (Zacharin and Cundy). 2000;137: 
410-5 
Stature; vee Body height 
Status asthmaticus 
Life-threatening status asthmaticus treated with inhaled nitric oxide 
(Nakagaw a et al). 2000;137:119-22 (CLO) 
Steroids 
Glucocorticoids in perinatal medicine: misguided rockets? (Jobe). 
2000;137:1-3 (Editorial) 
Interpreting risks of steroids for preterm infants (Clark and Peabody) 
(Letter); (Kopelman et al) (Reply). 2000;137:590-2 
Postnatal steroids: short-term gain, long-term pain? (Finer et al). 
2000; 157:9-135 (Commentary) 
Side effects of steroids revisited (Brook). 2000;137:3-4 (Editorial) 
Time course of recovery of adrenal function in children treated for 
leukemia (Felner et al). 2000;137:21-4 
Still’s disease; vee Arthritis, juvenile rheumatoid 
Streptococcus agalactiae 
Isolation and identification of the group B streptococcal toxin CM101 
trom infants with sepsis (Sundell et al). 2000;137:338-44 
Streptococcus pneumoniae 
The pneumococcal protein conjugate vaccines (Peters and Edwards). 
2000;137:416-20 (Grand rounds) 
Streptococcus pyogenes 
Purpura fulminans caused by group A B-hemolytic Streptococcus sepsis 
(Dhodapkar et al). 2000;137:562-7 (Grand rounds) 
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Stress 
Daytime urinary incontinence in primary school children: a population- 
based survey (Sureshkumar et al). 2000;157:814-8 
Stroke; vee Cerebrovascular disorders 
Substance abuse 
Exposure to violence and victimization, depression, substance use, and 
the use of violence by young adolescents (DuRant et al). 2000;137:707- 
13 
Sulfisoxazole 
Unbound bilirubin associated with kernicterus: a historical approach 
(Ahlfors). 2000; 137:540-4 
Surgery, operative 
Energy expenditure after surgical repair in children with cyanotic con- 
genital heart disease (Leitch et al). 2000;157:381-5 
Survival 
Long-term follow-up and outcome of 39 patients with chronic granulo- 
matous disease (Liese et al). 2000;137:687-93 
Survival and neonatal morbidity at the limits of viability in the mid 1990s: 
22 to 25 weeks (El-Metwally et al). 2000;137:616-22 
Treatment choices for extremely preterm infants: an international per- 
spective (de Leeuw et al). 2000;157:608-15 
Treatment decisions for the extremely premature infant (Lorenz and 
Paneth). 2000;157:593-5 (Editorial) 
Swallowing; vee Deglutition 
Sweat 
Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;137:214-20 
A simplified cyclic adenosine monophosphate—mediated sweat rate test for 
quantitative measure of cystic fibrosis transmembrane regulator 
(CFTR) function (Callen et al). 2000;137:849-55 
Sweden 
Reduced height in Swedish men with asthma at the age of conscription for 
military service (Norjavaara et al). 2000;157:25-9 


T 


T-lymphocytes 


T-cell-depleted bone marrow transplantation from allogeneic sibling for 


X-linked hyperimmunoglobulin M = syndrome (Gennery et al). 
2000;1357:290 (Letter). Correction 2000; 137:592 
T-lymphocytes, helper-induced 
Atopy, autoimmunity, and the Ty 42 balance (Prahalad). 2000;137: 
446-9 (Editorial) 
Decreased prevalence of atopic diseases in children with diabetes (EU- 
RODIAB Substudy 2 Study Group). 2000;137:470-4 
Tacrolimus 
Oral tacrolimus treatment of severe colitis in children (Bousvaros et al). 
2000;137:794 —9 
Tanzania 
The vitamin A paradox (Griffiths). 2000;137:604-7 (Editorial) 
Vitamin A supplements and diarrheal and respiratory tract infections among 
children in Dar es Salaam, Tanzania (Fawzi et al). 2000;137:660-7 
Technetium 
Poor imaging technique produces poor results: again! (Charron et al) 
(Letter); (Cucchiara and Celentano) (Reply). 2000;137:888-9 
Temperature 
Peripheral harlequin-like thermal imbalance after Wilms’ tumor (Kerbl et 
al). 2000;137:887 (Insights) 
Terbutaline 
Cardiac toxicity of intravenous terbutaline for the treatment of severe 
asthma in children: a prospective assessment (Chiang et al). 2000;137: 
73-7 
Thorax 
Acute chest syndrome of sickle cell disease (Mehta et al) (Letter); 
(Berman and Craven) (Letter); (Quinn and Buchanan) (Reply). 
2000; 137:589-90 
Thrombocytopenic purpura; vee Purpura, thrombocytopenic 
Thyroid diseases 
Gluten-dependent diabetes-related and thyroid-related autoantibodies in 
patients with celiac disease (Ventura et al). 2000;137:263-5 (CLO) 
Thyroid neoplasms 
Hyperfunctioning malignant thyroid nodule in an 11-year-old girl: patho- 
logic and molecular studies (Mircescu et al). 2000;137:585-7 (CLO) 


Tolerability to drugs; vee Drug tolerance 
Toxicity, drug; vee Drug toxicity 
Toxins 
Isolation and identification of the group B streptococcal toxin CM101 
from infants with sepsis (Sundell et al). 2000;157:338-44 
Trachea 
Airway nitrogen oxide measurements in asthma and other pediatric respi- 
ratory diseases (Hunt and Gaston). 2000;137:14-20 
Training; vee Physical education and training 
Transcription factors 
Deletion of NAX2./ gene encoding thyroid transcription fi.ctor-] in two 
siblings with hypothyroidism and respiratory failure (Iwatani et al). 
2000;1357:272-6 (CLO) 
Transglutaminase; vee Protein-glutamine gamma-glutamyltransferase 
Transmembrane regulators 
A simplified cyclic adenosine monophosphate—mediated sweat rate test 
for quantitative measure of cystic fibrosis transmembrane regulator 
(CFTR) function (Callen et al). 2000;137:849-55 
Transplantation, homologous 
T-cell-depleted bone marrow transplantation from allogeneic sibling for 
X-linked hyperimmunoglobulin M syndrome (Gennery et al). 2000; 
137:290 (Letter). Correction 2000; 137:592 
Trauma; vee Wounds and injuries 
Treatment 
Treatment choices for extremely preterm infants: an international per- 
spective (de Leeuw et al). 2000;157:608-15 
Treatment decisions for the extremely premature infant (Lorenz and 
Paneth). 2000;137:593-5 (Editorial) 
Trypsinogen 
Pancreatic function and extended mutation analysis in AF508 heterozy- 
gous infants with an elevated immunoreactive trypsinogen but normal 
sweat electrolyte levels (Massie et al). 2000;137:214-20 
Tube feeding; vee Enteral nutrition 
Tumors; vee Neoplasms 
Turner's syndrome 
Delayed diagnoses of Turner's syndrome: proposed guidelines for change 
(Savendahl and Davenport). 2000;137:455-9 
Longitudinal analysis of growth over the first 3 vears of life in Turner syn- 
drome (Even et al). 2000;137:460-4 
Turner's syndrome: a growing concern (Rosenfeld). 2000;137:443-4 
(Editorial) 
Twins 
The interaction of prematurity with genetic and environmental influences 
on cognitive development in twins (Koeppen-Schomerus et al). 
2000; 137:527-33 


U 


Upper extremity; vee Arm 
Urinary incontinence 
Daytime urinary incontinence in primary school children: a population- 
based survey (Sureshkumar et al). 2000;137:814-8 
Urinary tract infections 
Urine culture from bag specimens in young children: are the risks too 


high? (Al-Orifi et al). 2000;137:221-6 


Vaccines 

Can Haemophilus influenzae type b disease be eliminated from the United 
States? (Santosham). 2000;137:295-8 (Editorial) 

Combination vaccines: problems and promise (Decker and Edwards). 
2000;137:291-5 (Editorial) 

Experience with the prevention of invasive Haemophilus influenzae type b 
disease by vaccination in Alaska: the impact of persistent oropharyn- 
geal carriage (Singleton et al). 2000;137:313-20 

The pneumococcal protein conjugate vaccines (Peters and Edwards). 
2000; 137:416-20 (Grand rounds) 

Primary vaccination of infants with diphtheria-tetanus-acellular pertus- 
sis-hepatitis B virus—inactivated polio virus and Haemophilus influenzae 
type b vaccines given as either separate or mixed injections (Schmitt et 
al). 2000; 137:304-12 

Valproic acid 
Protein C deficiency related to valproic acid therapy: a possible associa- 


tion with childhood stroke (Gruppo et al). 2000;137:714-8 (CLO) 
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Vancomycin 

Knowledge of Centers for Disease Control and Prevention guidelines for 
the use of vancomycin at a large tertiary care children’s hospital (Lin et 
al). 2000;137:694-700 

Varicella; vee Chickenpox 
Varicella-zoster virus 

Placental transfer and decay of varicella-zoster virus antibodies in 

preterm infants (Linder et al). 2000;137:85-9 
Velocardiofacial syndrome 

Increased need for medical interventions in infants with velocardiofacial 

(deletion 22q11) syndrome (Hopkin et al). 2000;137:247-9 (CLO) 
Violence 

Exposure to violence and victimization, depression, substance use, and 
the use of violence by young adolescents (DuRant et al). 2000;137:707- 
13 

Viral bronchiolitis; see Bronchiolitis, viral 
Vision 

Effects of long-chain polyunsaturated fatty acid supplementation on fatty 
acid status and visual function in treated children with hyperpheny- 
lalaninemia (Agostoni et al). 2000;137:504-9 

Vision disorders 

Candidal atrial fungus ball with ocular sequelae (Linder et al) 
2000;137:135 ( Insights) 

Scleral melanocytosis and oculodermal melanocytosis (nevus of Ota) in 
Chinese children (Leung et al). 2000;137:581-4 (CLO) 

Vitamin A 

The vitamin A paradox (Griffiths). 2000;137:604-7 (Editorial) 

Vitamin A supplements and diarrheal and respiratory tract infections 
among children in Dar es Salaam, Tanzania (Fawzi et al). 
2000; 137:660-7 

Vitamin B,, deficiency 

Acute neurologic decompensation in an infant with cobalamin deficiency 

exposed to nitrous oxide (Felmet et al). 2000;137:427-8 (CLO) 
Vitamin D deficiency 

Nutritional rickets in African American breast-fed infants (Kreiter et al). 
2000; 137:153-7 

Vitamin D-defic rent ric kets: the reemergence ota once-conquered disease 
(Welch et al). 2000;137:143-5 (Editorial) 
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Walking 
Osteogenesis imperfecta in childhood: prognosis for walking (Engelbert 
et al). 2000;137:397-402 
Warfarin 
Unusual complications of warfarin therapy: skin necrosis and priapism 
(Zimbelman et al). 2000;137:266-8 (CLO) 
Weight; vee Body weight 
White coat hypertension; vee Hypertension 
Whites 
Insulin-like growth factors and bone mineral density in African American 
and white girls (Yanovski et al). 2000;137:826-32 
Wilms’ tumor 
Peripheral harlequin-like thermal imbalance after Wilms’ tumor (Kerbl et 
al). 2000;137:887 (Insights) 
Wilson's disease; vee Hepatolenticular degeneration 
Wounds and injuries 
Increases in bcl-2 protein in cerebrospinal fluid and evidence for pro- 
grammed cell death in infants and children after severe traumatic brain 
injury (Clark et al). 2000;137:197-204 


X 


X chromosome 
Presymptomatic diagnosis of X-linked adrenal hypoplasia congenita by 
analysis of DAX/ (Achermann et al). 2000;137:878-81 (CLO) 
T-cell-depleted bone marrow transplantation from allogeneic sibling for 
X-linked hyperimmunoglobulin M syndrome (Gennery et al). 
2000;137:290 (Letter). Correction 2000;137:592 


Y 
Yugoslavia Prospective Study 


Lead exposure and motor functioning in 4 1/2-year-old children: The 


Yugoslavia Prospective Study (Wasserman et al). 2000;137:555-61 
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